


RT-PCR COVID-19 Test Result 


Dear Sherif asaad mina naoum 
Please see below the details of your RT-PCR COVID-19 test: 





Name Sherif asaad mina naoum Application ID 210302985 
Nationality Egypt Passport No. A28687857 

Result Date 2021-08-31 ho m 15:03:22 (UTC 
Sample Date 2021-08-30 m Time 19:39:27 (UTC 


RESULT STATUS 
NEGATIVE 


Testing Facility Al Mokhtabar- Cairo (Shubra 
St) Testing Country Egypt 


Please proceed with your travel arrangements, carry this test 
certificate along with necessary travel documents to facilitate you to 
check-in at the airport and to show it upon arrival at your final airport 
destination. 


You are requested to Kindly adhere to International Health and Safetv Guidelines amid COVID- 
19 in order to keep yourself and others safe. 


Kind Regards, 
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